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SECTION  1.  GENERAL  MEDICAL  MATERIEL  INFORMATION 


1-1.  OPEN  POTENCY  PROJECTS  -  ANNUAL  LISTING 

a.  Appendix  A  is  the  2001  Open  Potency  Project  annual  listing  as  of 

4  Oct  2001.  The  U.S.  Army  Medical  Materiel  Agency  (USAMMA),  Fort  Detrick,  MD 
generates  this  report. 

b.  Questions  regarding  the  Open  Potency  information  are  to  be  directed  to: 

U.S.  Army  Medical  Materiel  Agency 

ATTN:  MCMR-MMO-TC 

1423  Sultan  Dr.,  Suite  100 

Fort  Detrick,  MD  21702-5001 

Telephone  DSN  343-2045  or  301-619-2045 

Telefax  extension  2938 

c.  The  Shelf  Life  Extension  Program  (SLEP)  Project  number  is  given  for  each 
item  in  this  report. 


1-2.  OPEN  SUSPENSION  ITEMS  -  ANNUAL  REPORT 

a.  The  2001  annual  Open  Suspension  Listing  (as  of  4  Oct  2001)  has  no 
suspensions  to  report.  This  report  is  generated  from  the  USAMMA,  Fort  Detrick,  MD. 
Questions  regarding  this  report  are  to  be  directed  to: 

U.S.  Army  Medical  Materiel  Agency 

ATTN:  MCMR-MMO-TC 

1423  Sultan  Dr.,  Suite  100 

Fort  Detrick,  MD  21702-5001 

Telephone  DSN  343-2045  or  301-619-2045 

Telefax  extension  2938 

b.  Disposition  instructions  have  been  issued  on  all  previously  suspended 
materiel.  Activities  that  have  not  received  such  instructions  should: 

(1)  go  to  the  Internet  and  access  USAMMA's  home  page  at 

http://www.armymedicine.army.mil/usuamma/ 

(2)  click  on  DOD  MMQC  Messages,  then  follow  appropriate  prompt  to 
locate  message. 

Activities  that  do  not  have  Internet  capability  should  request  a  copy  from  the 
USAMMA  at  the  above  address.  The  request  must  indicate  the  Quality  Control 
Message  (DOD-MMQC)  number  that  originally  directed  the  suspension  of  the  medical 
materiel. 


I-l  (1-2  blank) 
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APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


SLEP  PROJECT  NO.  2000-10 


NSN:  6505-00-299-9673 

NOM:  ATROPINE  SULFATE  INJECTION  USP  2ML  PER  CC  25ML 
MFR:  ELKINS  SINN 
LOT/SER  NO: 

120052 


SLEP  PROJECT  NO.  2000-14 


NSN:  6505-00-812-2596 

NOM:  MORPHINE  SULFATE  INJECTION  USP  10MG/ML  1ML  AMPUL  25  PER  PACKAGE 
MFR:  SURVIVAL  TECHNOLOGY 
LOT/SER  NO: 

80108 


NSN:  6505-01-302-5530 

NOM:  MORPHINE  SULFATE  INJECTION  USP  10MG  AUTOMATIC  INJECTOR 
MFR:  MERIDIAN 
LOT/SER  NO: 

8N3461 


SLEP  PROJECT  NO.  2000-16 


NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  DUPHAR 
LOT/SER  NO: 

M03002 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  SURVIVAL  TECHNOLOGY 


LOT/SER  NO:  LOT/SER  NO: 


4U7308 

4U7310 

5U7031 

6S4360 

4U7311 

4U7312 

6S4363 

4691639 

5S4329 

5S4330 

4U7040 

4U7049 

5S4331 

5S4332 

4U7054 

4U7056 

5S4333 

5U7003 

4U7304 

4U7305 

5U7027 

5U7028 

4U7306 

4U7307 

5U7029 

5U7030 

NSN:  6505-01-125-3248 

NOM:  PRALIDOXIME  CHLORIDE  INJECTION  300MG/ML  2ML  AUTOMATIC  INJECTOR 
MFR:  SURVIVAL  TECHNOLOGY 


LOT/SER  NO: 


2U8195 

3U8191 

4U8281 

4U8288 

4U8289 

4U8290 

4U8291 

4U8293 

4U8294 

4U8295 

4U8296 

5T5348 

5T5349 

5T5350 

5T5351 

5T5377 

5T5378 

5U8006 

5U8008 

5U8010 

5U8011 

5U8012 

5U8013 

5U8034 

5U8035 

5U8036 

5U8111 

TT5386 

VT5189 

NSN:  6505-01-080-1986 

NOM:  PRALIDOXINE  CHLORIDE  STERILE  USP  1  GM  6S 
MFR:  AYERST 
LOT/SER  NO: 

3941100  3950074 

3950321  3950322 

3950415  3950941 

3960092  7GMQ1 

7JAB1 


A- 2 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 

SLEP  PROJECT  NO.  2001-02 


NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  SURVIVAL  TECHNOLOGY 


LOT/SER  NO: 


1U7333 

2U7105 

2U7107 

2U7456 

2U7457 

2U7458 

2U7459 

2U7460 

2U7463 

2U7464 

2U7465 

2U7466 

2U7471 

2U7472 

2U7474 

2U7475 

2U7476 

NSN:  6505-01-274-0951 

NOM:  DIAZEPAM  INJECTION  USP  5MG/ML  2ML  SYRINGE-NEEDLE  UNIT 
MFR:  SURVIVAL  TECHNOLOGY 
LOT/SER  NO: 

7D1170  7D1171 


NSN:  6505-01-125-3248 

NOM:  PRALIDOXIME  CHLORIDE  INJECTION  300MG/ML  2ML  AUTOMATIC  INJECTOR 
MFR:  SURVIVAL  TECHNOLOGY 


LOT/SER  NO: 


2U8252 

2U8113 

2U8400 

2U8253 

RU8211 

TT5016 

TT5390 

TT5392 

0T5060 

0T5776 

0T5822 

0T5938 

1T5116 

1T5131 

1T5145 

1T5259 

1T5262 

1T5267 

1T5821 

2U8109 

2U8110 

NSN:  6505-01-080-1986 

NOM:  PRALIDOXINE  CHLORIDE  STERILE  USP  1  GM  6S 
MFR:  AYERST 
LOT/SER  NO: 

6HBS1  6JHN1 

8BLN1 


A-3 


SB  8-75-11 


(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-01-080-1986 

NOM:  PRALIDOXINE  CHLORIDE  STERILE  USP  1  GM  6S 
MFR:  WYETH 
LOT/SER  NO: 

3920899  3920900 

3920901  3921278 


NSN:  6505-01-206-6009 

NOM:  SODIUM  NITRITE  INJECTION  USP  300MG  10ML  AMPUL  5  PER  PACKAGE 
MFR:  PASADENA  RESEARCH 
LOT/SER  NO: 

L0705403 


NSN:  6505-01-206-6010 

NOM:  SODIUM  THIOSULFATE  INJECTION  USP  12.5GM  50ML  AMPUL  5/PACKAGE 
MFR:  PASADENA  RESEARCH 
LOT/SER  NO: 

L0302401  L0702402 


NSN:  6505-01-206-6010 

NOM:  SODIUM  THIOSULFATE  INJECTION  USP  12.5GM  50ML  AMPUL  5/PACKAGE 
MFR:  PHARMA 
LOT/SER  NO: 

85150  85151 

85157  85159 

85160 


SLEP  PROJECT  NO.  2001-03 


NSN:  6505-00-117-6450 

NOM:  CHLOROQUINE  PHOSPHATE  TABLETS  USP  0.5GM  500  TABLETS  PER  BOTTLE 
MFR:  WINTHROP 
LOT/SER  NO: 

LN347 


NSN:  6505-01-153-4335 

NOM:  DOXYCYCLINE  HYCLATE  TABLETS  USP  100MG  500  TABLETS  PER  BOTTLE 
MFR:  ZENITH 
LOT/SER  NO: 

3626110  3626111 


A-4 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-01-080-1986 

NOM:  PRALIDOXINE  CHLORIDE  STERILE  USP  1  GM  6S 
MFR:  AYERST  LABS 
LOT/SER  NO: 

3920895 


NSN:  6505-01-178-7903 

NOM:  PYRIDOSTIGMINE  BROMIDE  TABLETS  USP  30MG  I.S.  210  TABS/PACKAGE 
MFR:  ROCHE 
LOT/SER  NO: 

105525 


NSN:  6505-01-132-0257 

NOM:  SULFADOXINE  AND  PYRIMETHAMINE  TABLETS  I.S.  25  TABLETS/PACKAGE 
MFR:  ROCHE 
LOT/SER  NO: 

0012 

NSN:  6505-00-655-8355 

NOM:  TETRACYCLINE  HYDROCHLORIDE  CAPSULES  USP  250MG  100  CAPSULES/BT 
MFR:  LEDERLE 
LOT/SER  NO: 

174647  220439 

211392 


SLEP  PROJECT  NO.  2001-04 


NSN:  6505-00-136-7000 

NOM:  POTASSIUM  IODIDE  USP  1  LB  (453.6  GRAM)  BOTTLE 
MFR:  MALLINCKRODT 
LOT/SER  NO: 

CVD  CVE 

KHLP  G  KM  AG 

KMBZ  G 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-01-116-8198 

NOM:  POTASSIUM  IODIDE  TABLETS  130MG  14  TABLETS  PER  BOTTLE 
MFR:  WALLACE 


LOT/SER  NO: 


030185 

0M16N 

5H03N 

5H03S 

5M18Q 

5M18S 

5M18T 

5MN18N 

6B21N 

6B21S 

6B21T 

6M04Q 

6M04T 

6M04W 

U191Q 

U191S 

SLEP  PROJECT  NO.  2001-05 


NSN:  6505-00-914-3593 

NOM:  POVIDONE-IODINE  TOPICAL  SOL  USP  10%  1/2  FL  OZ  (14.8  ML)  50S 
MFR:  PURDUE  FREDERICK 
LOT/SER  NO: 

ODL  OFG 


NSN:  6505-01-125-3248 

NOM:  PRALIDOXIME  CHLORIDE  FOR  INJ  300MG/ML  2ML  AUTOMATIC  INJECTOR 
MFR:  SURVIVAL  TECHNOLOGY 
LOT/SER  NO: 

3U8189  3U8190 

8T5133  8T5134 

8T5149  VT5121 

VT5126 


NSN:  6505-01-178-7903 

NOM:  PYRIDOSTIGMINE  BROMIDE  TABLETS  USP  30MG  I.S.  210  TABS/PACKAGE 
MFR:  DUPHAR 
LOT/SER  NO: 

038906  041576 

047508 


A-6 


SB  8-75-11 


(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-01-178-7903 

NOM:  PYRIDOSTIGMINE  BROMIDE  TABLETS  USP  30MG  I.S.  210  TABS/PACKAGE 
MFR:  ROCHE 
LOT/SER  NO: 


101509 

104521 

105528 

105531 

105533 


101514 

104522 

105529 

105532 

105534 


SLEP  PROJECT  NO.  2001-06 


NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  SURVIVAL  TECHNOLOGY 
LOT/SER  NO: 

1U7340  1U7582 


NSN:  6505-01-125-3248 

NOM:  PRALIDOXIME  CHLORIDE  FOR  INJ  300MG/ML  2ML  AUTOMATIC  INJECTOR 
MFR:  SURVIVAL  TECHNOLOGY 

LOT/SER  NO:  LOT/SER  NO: 


0T5059 

0T5061 

1T5112 

1T5113 

0T5062 

0T5065 

1T5115 

1T5117 

0T5066 

0T5753 

1T5118 

1T5120 

0T5754 

0T5755 

1T5121 

1T5122 

0T5775 

0T5777 

1T5123 

1T5127 

0T5780 

0T5781 

1T5128 

1T5130 

0T5782 

0T5785 

1T5132 

1T5133 

0T5788 

0T5821 

1T5137 

1T5140 

0T5823 

0T5824 

1T5142 

1T5143 

0T5935 

0T5936 

1T5148 

1T5254 

0T5937 

0T5964 

1T5255 

1T5256 

0T5967 

0T5970 

1T5257 

1T5260 

0T5973 

0T5981 

1T5261 

1T5271 

1T5110 

1T5111 

8T5146 

NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  DUPHAR 
LOT/SER  NO: 

014M8 


A-7 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 

SLEP  PROJECT  NO.  2001-07 


NSN:  6505-01-332-1281 

NOM:  ATROPINE  SULFATE  INHALATION  AEROSOL  240  ACTUATIONS/CANISTER  6/PG 
MFR:  3M  PHARMACEUTICALS 
LOT/SER  NO: 

951072 


NSN:  6505-00-117-6450 

NOM:  CHLOROQUINE  PHOSPHATE  TABLETS  USP  0.5GM  500  TABLETS  PER  BOTTLE 
MFR:  WINTHROP 
LOT/SER  NO: 

LK375 


NSN:  6505-01-080-1986 

NOM:  PRALIDOXINE  CHLORIDE  STERILE  USP  1  GM  6S 
MFR:  AYERST 
LOT/SER  NO: 

3930839  3930840 


NSN:  6505-01-206-6009 

NOM:  SODIUM  NITRITE  INJECTION  USP  300MG  10ML  AMPUL  5  PER  PACKAGE 
MFR:  PHARMA  SERVE 
LOT/SER  NO: 

85188  85189 

85192  85193 

85194  85195 


SLEP  PROJECT  NO.  2001-09 

NSN:  6505-01-273-8650 

NOM:  CIPROFLOXACIN  TABLETS  USP  500MG  I.S.  100  TABLETS  PER  PACKAGE 
MFR:  BAYER 


5CBM 

LOT/SER  NO: 
5CFF 

5HBX 

5HBZ 

6FEV 

6IBS 

6IGF 

6JGT 

6KBB 

6KGG 

6  LEA 

7ACI 

7AHD 

4KCX 

A-8 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-01-273-8650 

NOM:  CIPROFLOXACIN  TABLETS  USP  500MG  I.S.  100  TABLETS  PER  PACKAGE 
MFR:  MILES 


0JFD 

LOT/SER  NO: 
2AFJ 

4 1  AY 

4ICK 

4IGS 

4JBX 

4JHY 

4JIC 

4KCA 

5AFJ 

5AFN 

5AFR 

5AFT 

SLEP  PROJECT  NO.  2001-10 


NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  DUPHAR 
LOT/SER  NO: 

032K9  067K9 

031F9 


NSN:  6505-00-926-90837ML  SYRINGE  WITH  NEEDLE 
MFR:  SURVIVAL  TECH 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0. 
LOT/SER  NO: 

TS4411  VS4217 


NSN:  6505-01-125-3248 

NOM:  PRALIDOXIME  CHLORIDE  FOR  INJ  300MG/ML  2ML  AUTOMATIC  INJECTOR 
MFR:  SURVIVAL  TECH 


LOT/SER  NO: 


8T5116 

8T5117 

8T5118 

VT5116 

VT5122 

VT5123 

VT5127 

VT5128 

VT5175 

VT5180 

VT5181 

VT5192 

VT5195 

VT5303 

VT5318 

VT5362 

YT5072 

A-9 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-01-080-1986 

NOM:  PRALIDOXINE  CHLORIDE  STERILE  USP  1  GM  6S 
MFR:  AYERST 
LOT/SER  NO: 

6GBK1  6HBM1 

6HBR1 


NSN:  6505-01-178-7903 

NOM:  PYRIDOSTIGMINE  BROMIDE  TABLETS  USP  30MG  I.S.  210  TABS/PACKAGE 
MFR:  ROCHE 
LOT/SER  NO: 

325028  325029 

325032  325033 

325035  325036 

325037  325039 


SLEP  PROJECT  NO.  2001-11 


NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  DUPHAR 
LOT/SER  NO: 

001F0  134H0 

135H0 


NSN:  6505-01-125-3248 

NOM:  PRALIDOXIME  CHLORIDE  FOR  INJ  300MG/ML  2ML  AUTOMATIC  INJECTOR 
MFR:  SURVIVAL  TECHNOLOGY 


LOT/SER  NO: 

LOT/SER  NO: 

1T5136 

8T5119 

RT5393 

RT5396 

8T5121 

8T5122 

TT5005 

TT5396 

8T5123 

8T5124 

TT5427 

TT5428 

8T5126 

8T5127 

TT5429 

VT5011 

8T5128 

8T5129 

VT5112 

VT5132 

8T5131 

8T5132 

VT5133 

VT5160 

8T5136 

8T5137 

VT5161 

VT5162 

8T5138 

8T5139 

VT5166 

VT5167 

8T5141 

8T5142 

VT5172 

VT5176 

8T5143 

8T5144 

VT5177 

VT5196 

8T5147 

8T5319 

VT5298 

VT5301 

8T5320 

9T5167 

VT5312 

VT5313 

9T5168 

9T5170 

VT5354 

VT5357 

9T5169 

9T5172 

VT5359 

9T5173 

9T5174 

9T5175 

9T5176 

A-10 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-01-178-7903 

NOM:  PYRIDOSTIGMINE  BROMIDE  TABLETS  USP  30MG  I.S.  210  TABS/PACKAGE 
MFR:  DUPHAR 


LOT/SER  NO: 


038288 

038291 

038292 

038293 

038294 

038387 

038641 

038642 

038643 

041577 

041602 

041604 

041635 

041636 

041696 

041601 

NSN:  6505-00-149-0746 

NOM:  MORPHINE  SULFATE  INJECTION  USP  10MG/ML  1ML  AMPUL  25  PER  PACKAGE 
MFR:  WINTHROP:  ELKINS  SINN 
LOT/SER  NO: 

647CA 


NSN:  6505-00-812-2596 

NOM:  MORPHINE  SULFATE  INJECTION  USP  10MG/ML  1ML  AMPUL  25  PER  PACKAGE 
MFR:  ELKINS  SINN 
LOT/SER  NO: 

080108 


NSN:  6505-01-080-1986 

NOM:  PRALIDOXINE  CHLORIDE  STERILE  USP  1  GM  6S 
MFR:  AYERST 
LOT/SER  NO: 

1HDG 


A- 11 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 

SLEP  PROJECT  NO.  2001-12 


NSN:  6505-01-125-3248 

NOM:  PRALIDOXIME  CHLORIDE  FOR  INJ  300MG/ML  2ML  AUTOMATIC  INJECTOR 
MFR:  SURVIVAL  TECHNOLOGY 


LOT/SER  NO: 


RT5307 

RT5303 

RT5394 

RU8049 

RU8230 

RU8232 

RU8236 

TT5004 

TT5006 

TT5008 

TT5012 

TT5018 

TT5023 

TT5024 

TT5066 

TT5076 

TT5077 

TT5078 

TT5079 

TT5082 

TT5286 

TT5398 

TT5400 

TT5425 

TT5426 

TU8101 

TU8103 

TU8173 

VT5015 

VT5016 

VT5113 

VT5118 

LOT/SER  NO: 


VT5131 

VT5170 

VT5171 

VT5182 

VT5185 

VT5186 

VT5187 

VT5190 

VT5191 

VT5197 

VT5200 

VT5296 

VT5297 

VT5302 

VT5306 

VT5308 

VT5311 

VT5316 

VT5317 

VT5355 

VT5356 

VT5360 

VT5361 

VT5364 

YT5071 

SLEP  PROJECT  NO.  2001-13 


NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  DUPHAR 
LOT/SER  NO: 

03238 

NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  MERIDIAN/SURVIVAL  TE 


LOT/SER  NO: 


5S4336 

5S4337 

5S4338 

5S4341 

5S4342 

5S4343 

5U7002 

5U7004 

5U7304 

6S4123 

6S4340 

6S4341 

6S4342 

6S4343 

6S4357 

6S4358 

6S4359 

6S4362 

7S4367 

8S4014 

8S4015 

9S4209 

A-12 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-00-299-9673 

NOM:  ATROPINE  SULFATE  INJECTION  USP  2ML  PER  CC  25ML 
MFR:  ELKINS  SINN 
LOT/SER  NO: 

028063  110040 

7CX9125  83093 


SLEP  PROJECT  NO.  2001-14 


NSN:  6505-01-125-3248 

NOM:  PRALIDOXIME  CHLORIDE  FOR  INJ  300MG/ML  2ML  AUTOMATIC  INJECTOR 
MFR:  SURVIVAL  TECHNOLOGY 


LOT/SER  NO: 


5T5359 

5T5360 

5T5361 

5T5388 

5T5389 

5T5390 

5T5391 

5T5413 

5U8007 

5U8033 

6T5002 

6T5003 

6T5004 

6T5005 

6T5380 

6T5381 

6T5382 

8T5029 

8T5030 

8T5031 

8T5032 

8T5083 

8T5402 

8T5403 

9T5132 

TS9926 

TT5033 

VT5072 

NSN:  6505-01-080-1986 

NOM:  PRALIDOXINE  CHLORIDE  STERILE  USP  1  GM  6S 
MFR:  AYERST 
LOT/SER  NO: 

3920893  3930838 

3960936  3960955 

3960956  3961328 

3961906  3962049 


A-13 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


SLEP  PROJECT  NO.  2001-15 


NSN:  6505-00-149-0113 

NOM:  MORPHINE  SULFATE  INJECTION  USP  10MG  1ML  CARTRIDGE-NEEDLE  UNIT10S 
MFR:  SANOFI 
LOT/SER  NO: 

C790PD 


NSN:  6505-00-812-2596 

NOM:  MORPHINE  SULFATE  INJECTION  USP  10MG/ML  1ML  AMPUL  25  PER  PACKAGE 
MFR:  ELKINS  SINN 
LOT/SER  NO: 

105123 


NSN:  6505-01-348-2465 

NOM:  PRIMAQUINE  PHOSPHATE  TABLETS  USP  15MG  100  TABLETS  PER  BOTTLE 
MFR:  SANOFI 
LOT/SER  NO: 

SP344 


NSN:  6505-01-178-7903 

NOM:  PYRIDOSTIGMINE  BROMIDE  TABLETS  USP  30MG  I.S.  210  TABS/PACKAGE 
MFR:  ROCHE 
LOT/SER  NO: 

PYA566 


NSN:  6505-01-206-6009 

NOM:  SODIUM  NITRITE  INJECTION  USP  300MG  10ML  AMPUL  5  PER  PACKAGE 
MFR:  TAYLOR  PHARM 
LOT/SER  NO: 

L1005404A 


NSN:  6505-00-655-8355 

NOM:  TETRACYCLINE  HYDROCHLORIDE  CAPSULES  USP  250MG  100  CAPSULES/BT 
MFR:  LEDERLE 
LOT/SER  NO: 

174648  244342 

269415 


A-14 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-00-117-6450 

NOM:  CHLOROQUINE  PHOSPHATE  TABLETS  USP  0.5GM  500  TABLETS  PER  BOTTLE 
MFR:  WINTHROP 
LOT/SER  NO: 

SP364 


NSN:  6505-00-137-5891 

NOM:  DIAZEPAM  INJECTION  USP  5MG/ML  2ML  SYRINGE  WITH  NEEDLE  10/PACKAGE 
MFR:  SANOFI 
LOT/SER  NO: 

C740RL 


NSN:  6505-01-274-0951 

NOM:  DIAZEPAM  INJECTION  USP  5MG/ML  2ML  SYRINGE-NEEDLE  UNIT 
MFR:  MERIDIAN/SURVIVAL  TE 


LOT/SER  NO: 


6D1013 

6D1124 

6D1346 

9D1012 

9D1013 

9D1014 

9D1015 

9D1017 

9D1018 

9D1019 

9D1280 

9D1281 

9D1315 

9D1317 

NSN:  6505-00-009-5063 

NOM:  DOXYCYCLINE  HYCLATE  CAPSULES  USP  100MG  500  CAPSULES  PER  BOTTLE 
MFR:  MUTUAL  PHARM 
LOT/SER  NO: 

39494  39956 

39959  39960 


NSN:  6505-01-153-4335 

NOM:  DOXYCYCLINE  HYCLATE  TABLETS  USP  100MG  500  TABLETS  PER  BOTTLE 
MFR:  MYLAN 
LOT/SER  NO: 

D088A 


NSN:  6505-01-095-4175 

NOM:  DOXYCYCLINE  HYCLATE  TABLETS  USP  100MG  50  TABLETS  PER  BOTTLE 
MFR:  HALSEY 
LOT/SER  NO: 

58101B6  58103A6 


A-15 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-01-095-4175 

NOM:  DOXYCYCLINE  HYCLATE  TABLETS  USP  100MG  50  TABLETS  PER  BOTTLE 
MFR:  QUALITEST 
LOT/SER  NO: 

37805 


NSN:  6505-01-095-4175 

NOM:  DOXYCYCLINE  HYCLATE  TABLETS  USP  100MG  50  TABLETS  PER  BOTTLE 
MFR:  RACHELLE 
LOT/SER  NO: 

58101C7 


NSN:  6505-00-149-0113 

NOM:  MORPHINE  SULFATE  INJECTION  USP  10MG  1ML  CARTRIDGE-NEEDLE  UNIT10S 
MFR:  ABBOTT 
LOT/SER  NO: 

366703B 


SLEP  PROJECT  NO.  2001-16 


NSN:  6505-00-926-9083 

NOM:  ATROPINE  INJECTION  AQUEOUS  TYPE  0.7ML  SYRINGE  WITH  NEEDLE 
MFR:  SURVIVAL  TECHNOLOGY 
LOT/SER  NO: 

4U7050  1U7339 

4U7051  4U7053 

4U7055 


NSN:  6505-01-125-3248 

NOM:  PRALIDOXIME  CHLORIDE  FOR  INJ  300MG/ML  2ML  AUTOMATIC  INJECTOR 
MFR:  SURVIVAL  TECHNOLOGY 


LOT/SER  NO: 


1T5266 

1T5269 

1T5270 

3U8182 

3U8183 

3U8184 

3U8185 

3U8187 

3U8188 

3U8192 

3U8193 

3U8194 

3U8195 

1T5141 

1T5146 

1T5147 

1T5249 

1T5250 

1T5251 

1T5252 

1T5265 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 

SLEP  PROJECT  NO.  2001-17 


NSN:  6505-01-273-8650 

NOM:  CIPROFLOXACIN  TABLETS  USP  500MG  I.S.  100  TABLETS  PER  PACKAGE 
MFR:  BAYER 
LOT/SER  NO: 

5DEN 


NSN:  6505-01-273-8650 

NOM:  CIPROFLOXACIN  TABLETS  USP  500MG  I.S.  100  TABLETS  PER  PACKAGE 
MFR:  MILES 
LOT/SER  NO: 

4KBY  4KFM 

4KFS 


NSN:  6505-01-274-0951 

NOM:  DIAZEPAM  INJECTION  USP  5MG/ML  2ML  SYRINGE-NEEDLE  UNIT 
MFR:  SURVIVAL  TECHNOLOGY 


LOT/SER  NO: 

LOT/SER  NO: 

5D1227 

5D1228 

6D1164 

6D1165 

5D1229 

5D1356 

6D1167 

6D1168 

5D1357 

5D1414 

6D1169 

6D1172 

6D1073 

6D1074 

6D1173 

6D1174 

6D1075 

6D1076 

6D1175 

6D1177 

6D1096 

6D1097 

6D1178 

6D1179 

6D1098 

6D1128 

6D1180 

6D1182 

6D1162 

6D1163 

6D1183 

6D1259 

SLEP  PROJECT  NO.  2001-19 

NSN: 

6505-01-333-4154 

NOM: 

CIPROFLOXACIN  TABLETS  USP  500MG  100  TABLETS  PER 

MFR: 

BAYER 

LOT/SER  NO: 

LOT/SER  NO: 

LOT/SER  NO: 

8GDC 

8GED 

8AHE 

8BCK 

8HCF 

8HCW 

8BDZ 

8BEJ 

8HES 

8IEE 

8BEM 

8BGB 

8IFJ 

81 FV 

8BIA 

8CBR 

8JAT 

8JBY 

8CCE 

8CCR 

8JGZ 

8DBW 

8CEG 

8CIB 

8AAS 

8AFA 

8DBT 

A-17 
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(continued)  APPENDIX  A.  2001  OPEN  POTENCY  PROJECTS  LISTING 


NSN:  6505-01-273-8650 

NOM:  CIPROFLOXACIN  TABLETS  USP  500MG  I.S.  100  TABLETS  PER  PACKAGE 
MFR:  BAYER 
LOT/SER  NO: 


LOT  /  SER  NO: 


8BFZ 

8BHJ 

8BHL 

8CHX 

8CHZ 

8DCF 

8DFC 

8GDE 

8GDG 

8GEN 

8IGB 

8IGD 

8IGY 

9ACX 

NSN:  6505-01-333-4154 

NOM:  CIPROFLOXACIN  TABLETS  USP  500MG  100  TABLETS  PER  BOTTLE 
MFR:  MILES 
LOT/SER  NO: 

8JGJ 


A-18 
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